Sequence 
Work Center 
Operation 
ID 
ID 
Description 


Reference: 
Return 2010 / RAil 0022 


Description: 


l -",._--,._"",.,-"" 
Work Order ID 57650 


Wednesday, April 14, 2010 


Item ID: 
D206-667-101 


Item Name: 
Crosstube Fwd 


Draw Nbr: 
D206-667-141 


Revision Nbr: Rev C 


Page I 


Customer ID: 


Sales Order: 


111111111111111 


111111111111111 


11111111111111111111111111111111111 


Start Date: 
4/12/2010 
Start Qty: 
1.00 


Required Date: 4/30/2010 
Reqd Qty: 
1.00 


Cust Item ID: 


Revision ID: 


Date: 
Tooling: 
Date: 


Date: 
SPC (YIN): 
Date: 


Hours 


Draw 
Draw 
Plan 
Accept 
Reject 
Reject 
Insp. 
Set Up 
Run 
Number 
Rev. 
Code 
Qty 
Qty 
Number 
Stamp 


Process Plan: 


QC: 
_ 


Approvals: 


Wednesday, April 14, 201010:50:49 
AM 
Shop Packet Print 
Page 1 of 1 


j 


Location/Lot Activity 


January 
13,2011 
12:39:55 PM 
Page 1 of 1 


Criteria: 
Item 10: d206-667 -101 qs 


Extended 
Cost 
Lot Number 
LotQtyPrior/ 
Shelf Life Date 
Lot Qty 
Lot Code 


LocQtyPrior/ 


Location 
Qty 


Report on Locations & Lots 
._- 
._- 
------- 
.._-- 
--- 
-- 
All Dates 


Loc 
Trans 
Date 


All Transaction Types 


Employee 
II) 


Location 
Code 


All Lots 


Reason 


Location 
ID 


Warehouse 


All Locations 


Item 10/ 
Item Name 
Transaction 
Type 


Issue 
0206-667-1 
OIQS / 
Crosstube 
Fwd - Quick 
Silver 


Main 
Warehouse 
57650 
MURDOl 
1.0000 
1.0000 


$1,004.32 


$0.00 


$1,004.32 


-$] ,004.32 


-$1,004.32 


-$1,004.32 


1.0000 


-1.0000 QC2] 


0.0000 


0.0000 


0.0000 


-1.0000 


-1.0000 


1.0000 
1.0000 


1.0000 
5 I850 


-1.0000 
5 I850 
0.00~/=J 


1.000C/'_~~~_1.0000 


0.0000 


-1.0000 
5] 850 
4/14/10 


MURDOI 


4/13/10 


MURDO] 


4/13/]0 


MURDOI 


4/13/1 0 


Return 2010 


RMA Inspect 
D206-667-10IQS 
/ 
Main 
RA] 10022 
Crosstube 
Fwd - Quick 
Warehouse 
Silver 


RMAlnspect 


Main 
RAII0022 
Warehouse 


Return 20]0 


RMA Receipt 
D206-667-1 01QS / 
Main 
RAII0022 
Crosstube 
Fwd - Quick 
Warehouse 
Silver 


RMAlnspect 


Shipment 
0206-667-10IQS 
/ 
Cross tube Fwd - Quick 
Silver 


Main 
Warehouse 
S010060] 
BEDFOI 
1.0000 


1.0000 


1.0000 


_$1,004.32 


FG 
9/]4/09 
-1.0000 
5 I 850 
-1.0000 
-$1,004.32 


WIP Receipt 
D206-667-10IQS 
/ 
Cross tube Fwd - Quick 
'---- 
Silver 


Main 
Warehouse 


FG 


51850 
FAUTOI 


9/14/09 


0.0000 


'-- 
1.0000 
5185G 


-1.0000 


0.0000 


1.0000 


1.0000 


-$1,004.32 


"---- 
$\ ,004.32 


$1,004.32 


